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2,5-Hexanedione 

Determination of 2,5-hexanedione in urine and 
serum by gas chromatography after derivatization 
with O-(pentafluorobenzyl)hydroxylamine and 
solid-phase extraction 563(1991)199 


B-Hydroxyethylaprophen 

Isolation and identification of 
B-hydroxyethylaprophen: a urinary metabolite of 
aprophen in rats 563(1991)466 


Hydroxylysylpyridinoline 

Determination of hydroxylysylpyridinoline in 
tissues and urine by high-performance liquid 
chromatography 563(1991)153 


p-Hydroxypiribedil 

Determination of piribedil and its basic 
metabolites in plasma by high-performance liquid 
chromatography 563(1991)323 


17-Hydroxyprogesterone 

Thin-layer chromatography on silica-coated 
aluminium sheet as an adjunct to 
radioimmunoassay of steroids 563(1991)178 


Ibuprofen 

Liquid chromatographic determination of the 
enantiomers of ibuprofen in plasma using a chiral 
AGP column 563(1991)414 


Immunoadsorbents 

Immunoadsorbents for clinical use: ex vivo 
immunoglobulin E removal in allergy 
563(1991)166 


Immunoglobulin E 

Immunoadsorbents for clinical use: ex vivo 
immunoglobulin E removal in allergy 
563(1991)166 


Immunoglobulin G, , 

Chromatographic methods for large-scale 
preparation of immunoglobulin G,, monoclonal 
antibodies Lym-! and TNT-1 F(ab’), fragments 
563(1991)243 


Isoxsuprine 

Determination of isoxsuprine in equine plasma by 
high-performance liquid chromatography with 
electrochemical detection 563(1991)216 


Ketogenesis metabolites 

Simple cation-exchange high-performance liquid 
chromatography optimized to the measurement 
of metabolites in the effluents from perfused rat 
livers using refractive index and ultraviolet 
detectors 563(1991)231 


Leukotriene D, antagonist 
High-performance liquid chromatographic 
method for the determination of a novel 
leukotriene D, antagonist (MK-0571) in 
biological specimens 563(1991)458 


d-Limonene 

Design of a gas chromatograph with parallel 
radioactivity and mass spectrometric detection. 
Application to the identification of the major 
metabolite of d-limonene associated with «2u- 
globulin 563(1991)271 


Lym-1 F(ab’), fragment 

Chromatographic methods for large-scale 
preparation of immunoglobulin G,, monoclonal 
antibodies Lym-1 and TNT-1 F(ab’), fragments 
563(1991)243 


Mebendazole 

Application of a high-performance liquid 
chromatography coulometric method for the 
estimation of mebendazole and its metabolites in 
human sera 563(1991)115 
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Melphalan 

Quantitation of melphalan in plasma of patients 
by reversed-phase high-performance liquid 
chromatography with electrochemical detection 
563(1991)443 


Metabolites 

Simple cation-exchange high-performance liquid 
chromatography optimized to the measurement 
of metabolites in the effluents from perfused rat 
livers using refractive index and ultraviolet 
detectors 563(1991)231 

Metanephrine 

Determination of free and conjugated 
normetanephrine and metanephrine in human 
plasma by high-performance liquid 
chromatography with electrochemical detection 
563(1991)23 


Methanol 

Development of post-column enzymic reactors 
with immobilized alcohol oxidase for use in the 
high-performance liquid chromatographic assay 
of alcohols with electrochemical! detection 
563(1991)11 


5-Methylpyrimidines 

High-performance liquid chromatographic 

analysis of 5-ethylpyrimidines and 5- 

methylpyrimidines in plasma 563(1991)392 

4-Methylumbelliferone 

High-performance liquid chromatographic 

method for the direct determination of 4 
ethylumbelliferone and its glucuronide and 

sulfate conjugates. Application to studies in the 

in situ perfused rat intestine—lives 
563(1991)83 


single-pas 


preparation 


Metyrapol 

Assay of metyrapone, metyrapol and the isomeric 
mono-N-oxides of metyrapone in biological fluids 
by high-performance liquid chromatography 
563(1991)283 


Metyrapone 

Assay of metyrapone, metyrapol and the isomeric 
mono-N-oxides of metyrapone in biological fluids 
by high-performance liquid chromatography 
563(1991)283 


Metyrapone N-oxides 

Assay of metyrapone, metyrapol and the isomeric 
mono-N-oxides of metyrapone in biological fluids 
by high-performance liquid chromatography 
563(1991)283 


MIF-1 

Use of t-prolyl-L-leucylglycinamide (MIF-1) for 
the high-performance liquid chromatographic 
determination of proline iminopeptidase activity 
in rat liver 563(1991)142 

Mitoxanthrone 

Quantification of mitoxantrone in bone marrow 
by high-performance liquid chromatography with 
electrochemical detection 563(1991)435 
MK-0571 

High-performance liquid chromatographic 
method for the determination of a novel 
leukotriene D, antagonist (MK-0571) in 
biological specimens 563(1991)458 
Narciclasine 

Determination of narciclasine in serum by 
reversed-phase high-performance liquid 
chromatography: comparison of amperometric, 
ultraviolet photometric and fluorescence 
detection 563(1991)95 

Nicotine 

Rapid and sensitive determination of low 
concentrations of nicotine in plasma by gas 
chromatography with nitrogen-specific detection 
563(1991 )193 


Norepinephrine 
Improved measurement of urinary catecholamines 
by liquid—liquid extraction, derivatization and 


high-performance liquid chromatography with 


ol 
1 


fluorimetric detection 563(1991)348 
Norfluoxetine 

Solid-phase extraction of fluoxetine and 
norfluoxetine from serum with gas 
chromatography-electron-capture detection 
563(1991)379 


Normetanephrine 

Determination of free and conjugated 
normetanephrine and metanephrine in human 
plasma by high-performance liquid 
chromatography with electrochemical detection 
563(1991)23 


Nucleobases 

Changes of nucleotide patterns in liver, muscle 
and blood during the growth of Ehrlich ascites 
cells: application of the reversed-phase and 
ion-pair reversed-phase high-performance liquid 
chromatography with radial compression 
column 563(1991)53 


Nucleosides 

Changes of nucleotide patterns in liver, muscle 
ind blood during the growth of Ehrlich ascites 
cells: application of the reversed-phase and 
ion-pair reversed-phase high-performance liquid 
chromatography with radial compression 
column 563(1991)53 


Application of ion-pair high-performance liquid 
chromatography with radioisotope detection to in 
vitro studies of nucleoside metabolism in 
mitochondria 563(1991)172 


Nucleotides 

Changes of nucleotide patterns in liver, muscle 
and blood during the growth of Ehrlich ascites 
cells: application of the reversed-phase and 
ion-pair reversed-phase high-performance liquid 
chromatography with radial compression 
column 563(1991)53 


Separation of nucleotides in homogenates of 
octopus retina by ion-pair reversed-phase liquid 
chromatography and identification by mass 
spectrometry 563(1991)356 


(S)-( — )}-Offoxacin 

High-performance liquid chromatographic 
determination of (S)-(— )-ofloxacin and its 
metabolites in serum and urine using a solid- 
phase clean-up 563(1991)313 

(S)-(— )}-Ofloxacin N-oxide 
High-performance liquid chromatographic 
determination of (S)-(— )-ofloxacin and its 
metabolites in serum and urine using a solid- 
phase clean-up 563(1991)313 


PGT/1A 

Simple high-performance liquid chromatographic 
method for the determination of PGT/1A, a new 
immunostimulating drug, in biological fluids 
563(1991)385 


Phenylalanine 

Rapid determination of phenylalanine in plasma 
by capillary high-performance liquid 
chromatography with electrochemical detection 
563(1991)134 


Phytosterols 
Simplified gas chromatographic method for the 
simultaneous determination of phytosterols and 


cholesterol 563(1991)188 


Piribedil 

Determination of piribedil and its basic 
metabolites in plasma by high-performance liquid 
chromatography 563(1991)323 


Piribedil, catechol metabolite 

Determination of piribedil and its basic 
metabolites in plasma by high-performance liquid 
chromatography 563(1991)323 


Piribedil N-oxide 

Determination of piribedil and its basic 
metabolites in plasma by high-performance liquid 
chromatography 563(1991)323 


Porphyrins 

Determination of individual porphyrins in rodent 
urine using high-performance liquid 
chromatography following clean-up by anion- 
exchange chromatography 563(1991)363 


Prednisolone 

Liquid chromatographic analysis of prednisolone, 
prednisone and their 20-reduced metabolites in 
perfusion media 563(1991)341 


Prednisone 

Liquid chromatographic analysis of prednisolone, 
prednisone and their 20-reduced metabolites in 
perfusion media 563(1991)341 


Progesterone 

Thin-layer chromatography on silica-coated 
aluminium sheet as an adjunct to 
radioimmunoassay of steroids 563(1991)178 


Proline iminopeptidase 

Use of L-prolyl-L-leucylglycinamide (MIF-1) for 
the high-performance liquid chromatographic 
determination of proline iminopeptidase activity 
in rat liver 563(1991)142 


L-Prolyl-.-leucylglycinamide 

Use of L-prolyl-L-leucylglycinamide (MIF-1) for 
the high-performance liquid chromatographic 
determination of proline iminopeptidase activity 
in rat liver 563(1991)142 


Proteins 


Improved detection of human pancreatic proteins 
separated by two-dimensional isoelectric focusing 
sodium dodecyl sulphate gel electrophoresis using 


a combined staining procedure 563(1991)63 


Affinity high-performance liquid chromatography 
on heparin-Gle-Spheron 563(1991)124 
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Versatile modular microelectrophoresis system 
and the simultaneous preparation of large 
numbers of polyacrylamide gels 563(1991)184 


4-Pyridoxic acid 

Separation and quantification of the B, vitamers 
in plasma and 4-pyridoxic acid in urine of 
adolescent girls by reversed-phase high- 
performance liquid chromatography 
563(1991)369 


3-.-Pyroglutamy!-.-thiazolidine-4-carboxylic acid 
Simple high-performance liquid chromatographic 
method for the determination of PGT/1A, a new 
immunostimulating drug, in biological fluids 
563(1991)385 


Salsolinol 

Rapid and simple procedure for the 
determination of salsolinol in urine using high- 
performance liquid chromatography with 
electrochemical detection 563(1991)224 
Steroids 

Thin-layer chromatography on silica-coated 
aluminium sheet as an adjunct to 
radioimmunoassay of steroids 563(1991)178 


Simplified gas chromatographic method for the 
simultaneous determination of phytosterols and 
cholesterol 563(1991)188 

Liquid chromatographic analysis of prednisolone, 
prednisone and their 20-reduced metabolites in 
perfusion media 563(1991)341 


Sulfalene 

Determination of sulfalene in plasma, red blood 
cells and whole blood by high-performance liquid 
chromatography 563(1991)333 


Erratum 


J. Chromatogr., 534 (1990) 37-46 


Teicoplanin 

Determination of teicoplanin in plasma using 
microbore high-performance liquid 
chromatography and injection-generated 
gradients 563(1991)451 


Testosterone 

Thin-layer chromatography on silica-coated 
aluminium sheet as an adjunct to 
radioimmunoassay of steroids 563(1991)178 


TNT-1 F(ab’), fragment 

Chromatographic methods for large-scale 
preparation of immunoglobulin G,, monoclonal 
antibodies Lym-| and TNT-1! F(ab’), fragments 
563(1991)243 


Triazolines 

Triazolines. XXIII. High-performance liquid 
chromatographic assay in rat blood for a novel 
triazoline anticonvulsant (ADD17014) 
563(1991)419 


Tricarboxylic acid cycle metabolites 

Simple cation-exchange high-performance liquid 
chromatography optimized to the measurement 
of metabolites in the effluents from perfused rat 
livers using refractive index and ultraviolet 
detectors 563(1991)231 

B,, Vitamers 

Separation and quantification of the B, vitamers 
in plasma and 4-pyridoxic acid in urine of 
adolescent girls by reversed-phase high- 
performance liquid chromatography 
563(1991)369 


Page 42, Table I, “Retention time” should read “Total radioactivity”. 


